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Denied Parole ! 

TUSCALOOSA, Ala. (UPI) 
— The Ku Klux Klan said 
Tuesday its imperial wizard, 1 
Robert M. Shelton, has been ■ 
denied a parole from a federal' 
prison where he as serving a: 
one year term for contempt of 
Congress. 

In an editorial appearing in 
the klan magazine Fiery Cross, 
J. Melvin Sexton, who is run- 
ning the Klan while Shelton 
s in the Texarkana, Tex., 
>rison, said the parole was de- 
lied by a federal parole board. 


